'THE  DRAIN   INSPECTOR'S   REPORT'

During Ms convalescence I had a conversation
with Mr. Gandhi 5 in the course of which I sug-
gested that his action in resorting to European
Surgery was not very consistent with his general
attitude to Western medical science, and remarked
that he had given us some very hard knocks in
the past, even going so far as to call It * Satanic.'
He said yes, it was true he had been inconsistent,
but that he knew his last hope of recovery lay in
scientific surgery, and that he had thought that
if he could live a little longer he might be able
to serve his country further.

(Signed)   A. HooTON.1

And so, to the point first cited. Here it may be well
to present Mr. Gandhi's statement together with Miss
Mayors reply to allow the reader to form his own
opinion.

Mr. Gandhi*                         Miss Mayo*

She has described the       If Mr. Gandhi were to

visit to me, and informed   look on page 222* [p. 201,

her readers that there are    Cape edition] of my book

always with me 'two secre-    he would discover that he

taries*   who   write   down   has   inserted   the   word

every word I say.  I know    'always' into my text.   I

this is not a wilful perver-    spoke only of the occasion

sion of facts. Nevertheless    when I sat with him and

1 Letter to the author, dated May 9th, 1928.

2 'Drain Inspector's Report.*

3 'India,' Katherine Mayo, Liberty Magazine, New York, Jan-
uary .,14th, 1928, p. 38.

4 This passage has been quoted. See ante, p. 27.

35